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Dear Dan: 


Enclosed is Equipment List X, the Fly-Away Kit list for the 
original System 5. Items on this list have been procured and shipped 
for the original System 5, The estimated cost for procurement of this 
list is $3,165. 71; the fixed fee at 8. 25% is $261.17; and the total esti- 
mated cost, including fee, is $3,426. 88. 25X1A 


Copies of this list have been separately furnished to fan a 


It is requested that you provide necessary funding in the contract 
to cover this support list. 


Sincerely, 


Abo 


Dean 


Enclosures: 
Equipment List X — ae panel fr ss 


Copies 1-3 of 5 of the 
following CMCC Doc. No. 
1132X5. 117 


cc: H.A.W,. - AFCO 
W/encl., copy 4 of 
the above document 


This document contains information affecting the national 
defense of the United States within ths meaning of the 


a Espionage Lews, Title 18 U 5.C , Section 793 ard 794, Its 
fransmission or the revelation cf Us cantenis in any 


manner to an unauthorized person is prohibiied by law. 
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